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3.  The apparatus must preclude the escape of lime into the gas and
water connexions.
4.  Glass parts must be adequately protected.
5.  Rubber connexions between the generator, gasholder, and main
are absolutely prohibited with installations  supplying  more  than
30 burners.
6.  Cocks must be provided for cutting of! the main and connexions
from the generator and gasholder.
7.  Each burner must have an independent tap.
8.  Generators of groups (b), (c), and (d) must  bo   construe tod HO
that no after-generation of acetylene can take place automatically
and that any surplus gas would in any case bo carried out of the gene-
rator house by a vent-pipe.
The third section deals with generator houses, which must bo well
ventilated and light; must not be used for any other purpose except
to store one day's consumption of carbide, not exceeding JJOO kilos. ;
must be fire-proof ; must have doors opening outwards ; and the vont-
pipes must terminate at a safe place in the open. Apparatus of group
(b) must not be placed in a dwelling-room and only in an adjoining
room if the gasholder is of less than 600 litres capacity. Apparatus
of group (c) must be in an independent building which must bo at Joast
33 feet from occupied premises if the capacity of the gasholder is
6000 litres and upwards. Half this distance suffices for gasholders con-
taining 600 to 6000 litres. These distances may be reduced at the
discretion of the local authorities provided a substantial partition wall
at least 1 foot thick is erected. Apparatus of group (d) must be at
least 50 feet from occupied premises and the gasholder and generator
must not be in the same building.
The fourth section deals with the question of authorisation for the
installation of acetylene plant. Apparatus of group (a) may bo in-
stalled without obtaining permission from any authorities. In regard
to apparatus of the other groups, permission for installation must bo
obtained from local or other authorities.
The fifth section relates to the working of acetylene plant. It
makes the concessionaires and owners of the plant responsible for the
manipulation and supervision of the apparatus, and for the employ-
ment of suitable operators, who must not be less than 18 years of ago.
The sixth section relates to the inspection of acetylene plant from
time to time by inspectors appointed by the local or other authorities.
Apparatus of group (a) is not subject to these periodical inspections.
The seventh section details the fees payable for the inspection of
installations and carbide stores', and fixes the penalties for non-com-
pliance with the regulations.
The eighth section refers to the notification of the position and